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25X1 X 



The long-distance oil-pipe lino from the Stallnovy aavody ^roEenati<w Pl^t, 
formerly Bruex Hydrierwerke, in Horni Litvinov (Obplentendorf ) (N ^3) to 

Vienna-Lobau (P L9/^ 48-49) via Hnevice (0 51/F 62) noar Rondnicc/B^be U. 51/ 
was constructed in three stages. It included the 14ost - Roudnice pipe-line section voich 
war, built in 1939, the Vienna -- Roudnice line section which was constrticted dur^ , 
ing the war and the large underground storage depot and transshipment point in 
Hnevice. The Kost - Roiidnice pipe line was originally constructed for the purpose 
of pumping hydrogenation procucts from Homi Idtvinov to fkjudntce. Crude oi^- irom 
Riananla, however, was to bo imped through the Vienm « Roudnice line for further 
processing either in Germany and to a smaller extent in Chechoslovakia . The Vienna - 
koudnice pipe line which was projected and constructed during the war, to 
establish a connection between the Danube and Elbe in order to facilitate the ship- 
ping to German hydrogenation plants of the oil obtained from Rumania 
from the Caucasian oil fields. The Roudnice FOL depot was constructed within the 
framework of the prograiu of the Economic Research Association m.b.H. O^ifO; to 
inc->'eEse The total POL tank capacity from 1 ffdllion at first to 1.5 million tons 
and' during the war. to 4 million tons and to establish a transloading point for 
crude oil from the Vienna - Roudnice oil pipe line and for hydrogenation products 
pumped through the Most - Roudnice pipe line. Aft«r the completion of this depot 
the German POL tank capacity amounted to 1,5 million tons. 


2 In 1‘'455 the Most hvdrogenati.on plant had reached a daily production capacity of 
about 1,50C. tons and, by May 1945, the plant capacity for interm^iate products 
obtained throiigh low temperature carbonization amounted to li0|C0C metric tons 
per year. Gasoline from Horn! Litvinov was pumped to Roudn.ice by a high-preasure 
centrifugal pump operat5.ng a' a pressure of 40 atmospheres and with a capacity 
of 150 cbm/h. The dual pipe line with one lAne for standard fuel and one for 
aviation fuel was 65 kllmeters long, madeiOf Kannesraann steel tubes with an inner 
diameter of 200 mm, and incorporated a total of 29 slide valves with stofts. On 
10 ^^ay 1945, the Most - Roudrdee pipe line was token over by the Czechs. 


3 The plans for the Roudnice fuel depot were based on the following ideas. Since, 
before the war, no bombs heavier than 250 kg. were expected to be dropped by 
enemy aircraft, the German standard specifications for large fuel depots with 
a capacity of IOC ,000 cu.m, required merely ixnderground 3,3CC ea.a. tanks in verti- 
cal position with one fuel pump each with a ihrough|>ut cu.m./h. During t e 
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SEORET^ 


boiab-proof reqiiireiaents were gradisally increaoed to withstaTJd 3-^000 kg# bombs. 
HoiadBice was projected in accordance to latest developients with four grotipe of 
flTC 4:^000 Gii.m. tanks j each being protected with a concrete and earth cover 

aM provided with two high-powsr p\imps with a tiirooighput of 250 eiiom../h at a 
proBBmre of 8 atmospheres. ^ It was playmed that the total capacity of 80 « COO 
eiiom, should be increased by additional 20^000 csu.m. This gr<^mp of tarks ims stilJ. 
nrder construction in 1945 . ^ The depot was firtiiermor© equipped two 

tracks leading to the tapping pcdnts and 10 rail’rc^d sidisige ©aeh with a usable 
length of 600 meters. It was planned that the Elbe harbor be provided mMi four 
risers^ each fitted with a pyEcp with a throughpirt of 2^ cu.s/b operating at a 
pressiar© of 8 atiiaospheres ^ pus!.ping fuel into tanlcars. E^ccept for one brii!>«d;:j 2 'agci 
smll ftiol tank, the Rotidnice depot wao isndesaged at the end. of tba war 
was allegedly kept in operation hj the Cseohs. 


Eoisdrdc© Dejjot equipped wj/di two feeder static ns ^ons for the pipe Uxxj from 
Horai Litvinov with two 300-*cui.m. working ‘tasks ard one for the- pipe line froa 
¥ionm«lkiba’U with three working tanks, each -tazik being eqidp|)od with 

a pmp having a throughput capacity of 250 working at a pressure of 

8 atmospheroa. 


The ¥ienm - Houdnic© pip© line consisted of welded Imnnesmann tubes and had a 
total length of about 360 !»> an imser disjueter of 300 Fim»and a wall tidckness 
of 10 mm* The pipe line was design^ with nomrial presmr© of 100 a'l:;mo8pheres. 
For%^fiv® slide valvea which sJjarXltaneously fvinctionefS as tube cleaner shafts were 
installed over th© entire length of the pipe line, generally befor© the pipe 
pas.^ed thro-5^h rivers, before railroad and road crossings, and at low points in 
the terrain. Sh«5 pipes were to b@ cleaned by means of clmia pulls or by air or 
water pressure. By the end of the war, fi^^o pumping stations were under construc- 
tion* one near VieDm-LDbau, ono n-sar Prtestice, one near Znojmo (0 49/^ 06), 
one near Gaelav (0 50/i 47) and one near Kolin (0 5lAi 3S). Improvised 

pimping station® were installed close to the final pumping stations in Vienna-Lcbc^u 
and in Frimetice. 4 lliey were similar in tube to the final, stations but were 
less powerful. Each isiprovised pimping station was fitted wi'tih t^^o ICO-cu.mo work- 
ing tanks and three high-^wer centrifugal pi-imps with an output of 75 cu.m./h opera 
ing at a pressure of 30 atmospheres* At an operating pressure of 90 ateDspberes 
thes© three centrifugal pumps x-yer© connected in series. The total power of the 
impro^-ised pumping stations ims 225 hp. The portions of the pipe, line passing 
through rivers were equipped siphons. A3. though th© pip® lin® was ready for 

operation with the tm improvised pumping stations, pumping was not initiated 
by the Wifo, because about 30,000 cu.m* of crude oil would have been reqtiired to 
fill the lin ©5 which was considered a waste sine© the oil supply from Ibasriamia 
bad dropped in 1944/1945. Th© pip© lin© was in'fcaet when it was telr.®n over by tho 
O.a0CllS* ^ 


'^0^? aeale Is 100,000 sho^^ing the course of th© Ikxt ™ 

-loudnic© and ¥i©nna « Houd:alce oil pipe 3J.Kep* sea, - 

for eam^se of the ttaa pipe lines, sbox-m on a Is 1,000.000 map, sao 2* 


For top view and cross :3eetion of a .group of five J^ai^ wim a 

total capacity of 20^00.0 (su.m- at Roudnic©..P0L depot, . see flfee^silp© ^3* •' h .] 


According to previous informatio'c of February 1949 r ^he Boudnic© 

POL dspot ms ©qt'd.pped wa.th six 20,000 tank groups, a seventh group waa 
reportedly- completed in ea.rly and an eighth group was still under constimc- 

tioB by early 1949., the end of 1949 the POL depot isay, therefoi^e, have reached 
a capacity of 160,CW cu.m® 


AccoMing to imconfirmed informaticn,_th® Prlmetdc© 
aiisjgcdly repaired by military luiits in Ssptesi'ber 1952. Prior to .3.952, th© 
pi|5c line x-?as allegodlj neglected. While accordi^’^g to rjrevious iiiforKati,on th© 
Henna - Eoudrde© pip® line reported as being Ivoeated of the fonier 

ItoicbsstrasBa, source of the present report stated that it was definitely loeatetl 
ea.st of i&h© highw«ay. 


: B^.elosiH* 0 Ss I,v 2 sets of maps (1.8 pages - Iwy) 

2e mp soj^tion phatograpix (iiir, bill) 

I 3^ Cross fc'octiosi sketeh of oil ta.nks (Air^ Arany) 
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